2246 


34.  Alice 
wife  of 

Joseph  Whitlock 
died 

Jan  23,  1839 
AS  86y's7mo&10d's. 

(4  lines  of  verse,  illegible) 

35.  John  H.  Wayman 
died 

Apr.  2,  1880 
AS  72  y  '  s 

36.  small  stone  near  #35  marked  "J.II.M.' 


37.  In  memory  of 

Dr.  Samuel  Payne 
born  Oct.  15,  1777 
died  Aug.  17,  1854 
AS  76  y  &  10  mo  &  2  d's. 

(4  lines  of  verse,  illegible) 

38.  small  stone  near  #37  marked  "E.T." 


Cedary  L. 

dau.  of  J.  V.  &  Ann  Dru(?)m 
died 

Jan  3,  1864 
AS  2  y  1  s  6  mo  . 


39. 


